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ABSTRACT 

Reanalyses integrate multitudes of satellite and conventional observations using 
data assimilation and numerical weather prediction. The result is that many 
disparate observation platforms, discontinuous in space and time, lead to 
complete and consistent representations of the state of the weather. The model 
component also provides physical fields rarely or never observed. However, the 
numerical model bias is continuously being corrected by the observational 
analysis, and this bias changes as variations in the observations occur. 

NASA's Modern Era Retrospective-analysis for Research and Applications (MERRA) 
sensitivity to variations in the observing systems are explored. Specifically, we 
will evaluate the water budget and transport processes as they relate to the 
advent of SSM/I and AMSU-A radiance assimilation, and an additional case of 
radiosonde station that exhibits a dramatic shift in mean water states. The MERRA 
input observation data, now available online, is used to explore these 
variations. 

http://ema0.gsfc.n3sa.gov/merra/ 

Contact Information 

Michael G. Bosilovich 

Global Modeling and Assimilation Office 

NASA/GSFC Code 610.1 

Greenbelt, MD 20771-0001 

+ +- ~+ 

Phone: (301) 614 - 6147 
Fax: (301) 614 - 6297 

Email: Michael . Bosilovich at nasa.gov 

WWW: http : //gmao . gs£ c . nasa . gov/merra/ 


+• 




■+ 



